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exura7T “A" 


: principles and designs for maximum capability 
Py oagnicot in the Contractor's Engineering 
Report S394; as = to in Contractor's Engineering 
Report 542% dated 13 April 1959. 
Pert afc progress reports of the work and services 
a ia aceomfance with the seheiule set forth in Figure 
foe Engineering Report SAls. 


the cogaizaxt military departnent for billing purposes under CPYF 
contracts. . 
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costs which have been incurred by the Contractor oo OF 
artes Ih April 1959, in anticipation ef and prior to the sigxing 
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